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Item ID: 
D3909-5 


Revision 
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Item Name: 
Eyebolt Stud 


Start Date: 
8/31/2011 
Start 
Qty: 
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Required 
Date: 9/16/2011 
Req'd 
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STEP 
PROCEDURE 
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By 
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. 
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Part No: 
PAR #: 
_ 
Fault Category: 
NCR: Yes No 
DQA: __ 


Resolution: 
Disposition: 
QA: NlC Closed: 
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Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 
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DATE 
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Initial 
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Date 
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DQA: ~ 


Disposition: 
QA: NlC Closed: 
I_ 


I 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


I 


Description of NC 
Corrective Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
ac Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORM~\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


.~. 


DART AEROSPACE 
LTD 
Work Order: 
i:3 Cf7;:( 


Descriction: 
Evebolt Stud 
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+0.005/-0.001 
.. /").,)- 
/.--- 
~I\ 
~ 
~~ 
1.38 
+/-0.030 
(,"1'?~ / 
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'.""\ "t:;-- ..----- 
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-6Yy 
.---- 
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+/-0.010 
Rr6") 
i ---- 
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~1'~G/ 
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....---/ - 
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+/-0.010 
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/ 
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+/-0.030 
Ir~ 
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+/-0.030 
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+/-0.030 
J~~rr ........--: I- 
0.310 
+/-0.010 
......~N~. 
/" .--- -- 


0.750 
+/-0.010 
./1 
./ 
,_'7'~ 
•. 
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+/-0.010 
~\~ 
"/ 


01.00 
+/-0.030 
~1o.,'7 
~ 
-- 


0.75 
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-'7'1'7 /~ 
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...--:; "$.~ 
/" 
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DATE 


REV.C 


SHEET 
1 OF5 


SCALE 


NTS. 
FWD X-TUBE LUG ASSY 


TITLE 


DART AEROSPACE 
LTD 


HAWKES8URY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
03909 


SHOP COpy 


RETURN TO 


ENGINEERING 
UNCONTROLLED 
COpy 


SUBJEcr 
TO AMENDMENT 


WiTHOUT 
NOTICE 
WORK. ORDER 
NO.__Z3L'{7-2 
Qf((9Y/(O( 


RELEASED 


2010-OBJ4 
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(:l;~~~i 
l:~E~~~~ 
(~~~.~~;~!5r88 
WAS 
268 
(ZN 86-5); 
M8 


80M: 
ADDED 
ITEM 
15 ory 2 NA$1149C0363R 
ADDED, 
ITEM 
14 OTY 6 WAS 
10. 
SHT 5, D3909-5 
REVISED: 
8 
SECTION 
A-A & DIM 00.650 
REMOVED. 
SIDE VIEW 
JPH 
ADDED. 
DIM: 2.68 WAS 2.38 REF. 
1.30 WAS 
1.00, 0.250 
WA 
.22 
R 
W 
R 
5 
lEVI 


A 
NEW 
ISSUE 
JPH 


REV. 
DESCRIPTION 
BY 


DESIGN 
Jp 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
10,06,18 


03909-041 
FWO X-TUBE 
lUG 
ASSY 


8 
5 
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ITEM 
QTY 
PIN 
DESCRIPTION 
-041 


X 
03909-041 
FWD X-TUBE 
LUG ASSY 


1 
1 
02690-6 
LANYARD 


2 
2 
03909-1 
FWD X-TUBE 
LUG PLATE 


3 
1 
03909-3 
FWD LOWER 
ATTACH 
ARM 


0 
4 
1 
03909-5 
EYEBOLT 
STUD 


5 
2 
03910-1 
X-TUBE 
LUG 


6 
2 
05917-1 
WASHER 


7 
4 
AN3C12A 
BOLT 
8 
1 
AN3C13 
BOLT 


9 
1 
MS17984-C413 
PIPPIN 


10 
3 
MS20615-4M20 
RIVET 


11 
1 
AN310C3 
NUT - CASTELLATED 


12 
4 
MS21 043-3 
NUT 


13 
1 
MS24665-151 
COTTER 
PIN 


14 
8 
NAS1149C0332R 
WASHER 


15 
2 
NAS1149C0363R 
WASHER 


C 


NOTES: 
1) MATERIAL: 
NIA 
A 
2) FINISH: 
NONE 
3) TOLERANCES: 
PER 
DART 
aSI 
018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDHmFY 
WITH 
DART 
PIN "03909-041" 
USING 
~ 
FINE 
POINT 
PERMANENT 
INK MARKER 
~ 
7) WEIGHT: 
1.81 Ibs 
-- 
-- 
8) ATIACH 
02690-6 
TO 
03909-1 
BY [QOPING 
AROUND 
LIGHTENING 
HOLE 
FIRST 
AND 
THEN 
SECURE 
TO MS17984-C413 
PIP PIN'S 
RING 
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5 
4 
3 
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8 
5 
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MS17984-C413 
PIP PIN 
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03910-1 
X-TUBE 
LUG 
2 PL 


AN3C12ABOLT 
NAS1149C0332R 
WASHER, 
2X 
MS21043-3 
NUT 
4 PL 


03909-041 
FWD X-TUBE LUG ASSY 


MS20615-4M20 
RIVET 
3 PL 


AN3C13 
BOLT 
NAS1149C0363R 
WASHER, 
2X 
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NUT 
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COTTER 
PIN 
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ONTARIO, 
CANADA 


ORAWINGNO. 
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TITLE 
FWD X-TUBE LUG ASSY 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


--- 
DE APPR. -- 
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DATE 
10.06.18 


A 


8 
3 


8 
5 
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0.38 


D 
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7.141 


R 
ELEASED. 
1010-OBJJt> 
(SUPPLEMENTAL VIEW) 
03909-1 
FWD X-TUBE LUG PLATE 


8.02 


9.17 
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II 
0.125 
----I t-- REF 
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DART AEROSPACE 
LTD 
HAWKESBURY,ONTARIO, CANAOA 
DRAWING NO. 
03909 
REV.C 


SHEFT30F5 


TITLE 
SCALE 
FWO.X",T.UBELUG 
ASSY-- 
NTS 


DESIGN 
Jp 


DRAWN 
CHECKED 
MFG. APPR. 
APPROVED 


_.- 
.DE APPR.- 


DATE 
10.06.18 


NOTES: 
1) MATERIAL: 303/3041316 STAINLESS STEEL 0.125" THICK SHEET ANNEALED 2B, 
PER Mll-S-5059 
OR AMS 551315524 OR ASTM A240 OR ASME SA240 
PER DART SPEC M303S11GA OR M304S11GA 
2) FINISH: NONE 
3) TOLERJI.NCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5l BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
-- 
-6 
'IDENTIFICATION:NONE 
7) WEIGHT: 0.25 Ibs 
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5 
3 
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8 
3 
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D 
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c 
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RO.25 
TYP 


R0.44 
REF 
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FWD LOWER ATTACH ARM 
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TITLE 
FWD X-TUBE LUG ASSY 


DART AEROSPACE 
LTD 
HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. 
03909 


DESIGN 
Jp 


DRAWN 
CHECKED 


MFG. APPR. 


APPROVED 


-DE APPR, 
_. 


DATE 
10.06.18 


NOTES: 
1) MATERIAL: 303/304/316 STAINLESS STEEL BAR, PER ASTM A582 OR ASTM A276 
PER DART SPEC M303B OR M304B 
2) FINISH: NONE 
3) TOLERANCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHE~WISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: NONE 
-- 
---7)WEIGHT: 
0:22'lbs 
. 


8 
6 
5 
3 
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8 
5 


D 
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(lio 375+0.000 
. 
-0.020 


''''E 
RO.", 
'" 
"'" 


2.88 
REF 


0.750 
0.375 PITCH 
-f 


0700+0.010 
. 
-0.000 


+0.000 
I"" 
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SCALE 


NTS 


NOTES: 
A 
1) MATERIAL: 303/304/316 STAINLESS STEEL ROUND BAR PER ASTM A582 OR ASTM A276 
PER DART SPEC M303R OR M304R 
2) FINISH: NONE 
3) TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART~/N 
"03909-5" USING FINE POINT PERMANENT INK MARKER 
.- 
.£7)WEIGHT:0.34IbS 
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- - - 
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..DEAPPR. 


DATE 
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